10 / 7/2020 


Northern District of Illinois 



UNITED STATES DISTRICT COURT 

Northern District of Illinois 

Honorable Rebecca R. Pallmeyer, Chief Judge | Thomas G. Bruton, Clerk of Court 
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Courthouse Information 


Federal Court hearings within the Northern District of Illinois are held in two locations. The Eastern Division is 
located in Chicago at the Everett McKinley Dirksen U.S. Courthouse. The Western Division is located in Rockford 
at the Stanley J. Roszkowski U.S. Courthouse. For additional information see the tabs below. 


Chicago Courthouse Rockford Courthouse 



https://www.ilnd.uscourts.gov/Pages.aspx7GWv81axJLewVPk7ml8oOh7Jk40/51vr/ 
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10 / 7/2020 


Northern District of Illinois 


Everett McKinley Dirksen U.S. Courthouse 


219 South Dearborn Street 
Chicago, IL 60604 ( view map ) 



Telephone Inquiries: 

8:30 a.m. to 5:00 p.m. more info. 
(312) 435-5670 

Office Hours: 

8:30 a.m. to 4:30 p.m. 

Building and Dropbox Hours: 

7:00 a.m. to 6:00 p.m. 

V Courthouse History 


V Historic Trials 


V Building Amenities 


V Court Units and Other Agencies 


https://www.ilnd.uscourts.gov/Pages.aspx7GWv81axJLewVPk7ml8oOh7Jk40/51vr/ 
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